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NAVY CROSS AWARDED CUTTER 
COMMANDER WHO SANK 
ENEMY SUBMARINE 


The Navy Cross has been awarded to 
Commander James A, Hirshfield of the 
United States Coast Guard. The dec- 
oration is in recognition of the heroism 
and leadership displayed by Com- 
mander Hirshfield while in command of 
the Coast Guard Cutter Campbell when 
she rammed and sank a German subma- 
rine in the Atlantic last winter. It was 
the climax to a full day of action in 
which the Campbell had engaged five 
other enemy submarines with varying 
degrees of success. After the ramming, 
the Campbell, badly crippled, was towed 
to an Eastern port for repairs. 

Commander Hirshfield’s citation, 
signed by Admiral R. E. Ingersoll, 
U. S. N., Commander in Chief, Atlantic 
Fleet, follows: ’ 

“For extraordinary heroism and dis- 
tinguished service in action as Com- 
manding Officer of the U. S. C. G. Cutter 
Campbell when an enemy submarine was 
severely damaged and sunk, and during 
the ensuing period when the U. S. C. G. 
Cutter Campbell, which was damaged in 
oy apm was towed safely into 

rt. 

“The U. 8. C. G. Cutter Campbell was 
engaged in escort operations when she 
caught an enemy submarine on the sur- 
face, collided with it in an attempt to 
ram, and finally sank .it with gunfire 
and depth charges, taking several pris- 
oners. Commander Hirshfield, although 
injured by flying splinters, remained in 
command throughout the action and 
subsequent operations, and exhibited an 
extraordinary degree of coolness and 
ability. 

“The outstanding courage, leadership, 
and devotion to duty displayed by Com- 
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mander Hirshfield in the action and 
during the ensuing period described, re- 
flect great credit on the Naval Service.” 

The Navy Cross is awarded to any 
person serving in any capacity with the 
naval service of the United States who 
distinguished himself by extraordinary 
heroism in connection with military op- 
erations against an armed enemy. It 
is awarded for combat action only. 


REAR ADMIRAL CHALKER COM- 
MISSIONS TRAINING STA- 
TION FOR SPARS 


The new training station for the 
Women’s Reserve of the United States 
Coast Guard Reserve, which is located 
at Palm Beach, Fla., was formally com- 
missioned by Rear Admiral Lloyd T. 
Chalker, Assistant Commandant of the 
Coast Guard, on July 7, 1943. The cere- 
monies were attended by high-ranking 
officers of the Coast Guard and the other 
armed services and representatives of 
the women’s branches of these services. 

Capt. William J. Keester was officially 
placed in command of the station, which 
at the present time has more than a 
thousand women undergoing training 
there. 

The new training station, which was 
opened on June 14, 1943, has quarters 
for approximately 2,200 enlisted SPARS 
and 50 officers. It was formerly the 
Palm Beach Biltmore Hotel and has 
been taken over by the Coast Guard for 
the duration of the SPAR training 
program. 

Women Reservists of the Coast Guard 
will receive all of their basic and spe- 
cialist’s training at this station. Basic 
training for SPAR recruits covers a pe- 
riod of 4 weeks. SPARS selected for 
the ratings of yeoman or storekeeper 
will be given an additional 12 weeks’ 
training in their speciality. 


-1 Published with the approval of the Director of the Budget. 
542329—43 
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More than 50 percent of the SPARS 
serve as stenographers or typists and 
are rated as yeomen. Another 30 per- 
cent are trained and serve as storekeep- 
ers, concerned with pay and supply pro- 
cedures. Ten percent are rated as 
radiomen and serve in communication 
centers of the Coast Guard. The re- 
mainder, many of them with previous 
special training, perform a variety of 
tasks such as pharmacist’s mates, den- 
tal hygienists, laboratory technicians, 
photographer’s mates, chaplain’s assist- 
ants, legal assistants, cartographers, 
draftsmen, chauffeurs, and cooks and 
bakers. 

Enlisted SPARS are now eligible for 
training as officers, and a portion of each 
officer candidate class will be selected 
from their ranks. To be eligible for 
this training, the SPAR must be recom- 
mended for such by her commanding 
officer, have completed at least 6 months’ 
service, including the training period, 
and have attained high ratings in pro- 
ficiency and conduct during the preced- 
ing, 6 months. 

SPAR officer candidates now receive 
their indoctrination and training at the 
Coast Guard Academy at New London, 
Conn. 


VOLUNTEER PORT SECURITY 
FORCE MANUAL IS NOW 
AVAILABLE 


To facilitate the training of the large 
number of men and women now being 
enrolled in the Volunteer Port Security 
Force, for the guarding of docks and 
other water-front property, Coast 
Guard Headquarters has just issued 
an instruction manual. This publica- 
tion, entitled “Volunteer Port Security 
Force Manual,” will serve as a textbook 
in the schools which are being estab- 
lished in all cities where these units 
are being organized. 

Purpose of the new manual is to 
provide the recruit with basic informa- 
tion regarding his military responsi- 
bilities, the duties which he is to 
perform, and the functions of the ships, 
piers, and other properties which he 
will guard. In addition to chapters 
on the elements of military discipline 
and customs, there are chapters de- 
scribing the principal features of ships 
and docks. The latter subjects are cov- 
ered to the degree necessary to the pur- 
poses of the guard force and will help 
the recruits to understand the struc- 
tural and operating features with which 
they will make actual contact. 

Other chapters are devoted to fire 
protection, air-raid procedure, anti- 
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sabotage and espionage, and similar 
subjects, each being treated strictly 
from the point of view of the needs of 
the Volunteer Port Security Guard. 

The new manual contains 101 pages 
and 9 illustrations, and will be made 
available to all members of the Volun- 
teer Port Security Force without 
charge. It will be distributed through 
the Coast Guard Volunteer Training 
Institute, the local regimental officers, 
and the schools established in the vari- 
ous seaports. Copies will also be 
obtainable from Coast Guard Head- 
quarters, Washington, D. C. 


COAST GUARD YARD WINS 
COVETED WAR BOND 
PENNANT 


For substantially exceeding its goal 
in the purchase of War bonds, the Coast 
Guard YARD at Curtis Bay, Md., was 
presented with the Secretary of the 
Navy’s War Bond Honor Flag at cere- 
monies which took place at the YARD 
on July 1. This honor was conferred on 
the YARD in recognition of the excel- 
lent record being made there by the 
civilian employees, over 95 percent of 
whom have pledged more than 13 per- 
cent of their pay for the purchase of 
War bonds under the pay-roll savings 
plan. 

Vice Admiral Russell R. Waesche, 
Commandant of the United States Coast 
Guard, presented the flag to the employ- 
ees on behalf of Secretary of the Navy 
Knox. In his presentation address, Vice 
Admiral Waesche, after outlining the 
part War bond purchases are playing in 
this war, said in part: 


The civilian employees here at the Curtis 
Bay Coast Guard YARD have been entered 
in the Navy War bond competition for a very 
brief time. It was only in February of this 
year that Curtis Bay registered its first totals 
in the competition, but in that month it rang 
= the respectable amount of $21,806 in bond 
sales, 

In April, however, you made a 71.4 percent 
jump in total volume of sales, your employee 
participation was boosted to 96.1 percent, 
with 10.9 percent of pay-roll participation, 
and consequently you gained the first “leg” 
of the Secretary of the Navy’s War bond 
honor flag. 

Since maintenance of this standard of ex- 
cellence is necessary for 2 consecutive months 
to win the flag, you made certain of it with 
the May totals of 95 percent employee par- 
ticipation and 13.6 percent pay-roll participa- 
tion. You have wen the flag and now are 
entitled to fly it as long as you continue to 
maintain this high degree of participation 
in the bond program. j 

This honor purposely was made difficult 
of achievement. It is a great honor—not one 
to be taken lightly. It is not a flag to be 
hoisted on a pole somewhere and then for- 
gotten. It is not so much an award for 
past achievement as a challenge to still 
greater effort in the future. 
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It is difficult to assign credit for the award 
that you are receiving. Certainly the flag 
could not have been won without the active 
support and keen interest of Captain Rein- 
burg and other officers of the YARD, without 
months of hard work on the part of mem- 
bers of the Commandant’s bond committee, 
without the aid and backing of department 
heads and key civilian emp!oyees, and finally 
and most important, without the loyal and 
generous cooperation of every employee. 

Actiog for the Secretary of the Navy, Cap- 
tain Reinburg, it gives me great pleasure to 
present this flag to you for Curtis Bay Coast 
Guard YARD and its employees. It is visible 
eviuence of the record made by this YARD, 
and convincing proof that Curtis Bay is doing 
its share. 

This rectangle of blue bunting—bearing 
the Minute Man of the War Bond campaign— 
the crossed anchors of the Navy and the four 
stars of the Secretary’s flag—is a symbol 
that once again Curtis Bay bas done an out- 
standing job. 

Fly it proudly! And to all the employees 
whose support made this achievement possi- 
ble, hearty thanks and sincere congratulations 
from your Coast Guard, from your Nation, 
and from me personally. 


LAUNCHINGS EXPAND COAST 
GUARD FLEET OF TENDERS 
AND CUTTERS 


Another of the 180-foot tender-class 
cutters of the Iris type was launched at 
the yard of the Marine Iron & Shipbuild- 
ing Co. at Duluth, Minn., on July 20. 
Mrs. Charles A. Park, wife of Rear 
Admiral Park, chief operations officer 
at Coast Guard Headquarters, was 
sponsor for this cutter which has been 
named the Blackthorn. 

This latest launching follows closely 
that of the cutter Blackhaw which was 
also sent down the ways of the Marine 
Iron & Shipbuilding Co. on June 18. It 
was sponsored by Mrs. Chester Flack, 
daughter of Capt. Chester H. Jones, 
Director of the Coast Guard Auxiliary. 

At the yard of Ira S. Bushey & Son, 
located in Brooklyn, N. Y., three 110- 
foot harbor type cutters will be launched 
on August 10. Mrs. Walter M. Troll, 
wife of Captain Troll of the office of 
the district Coast Guard officer, Third 
Naval District, will act as sponsor for 
the harbor cutter Sauk. Mrs. Gustavus 
U. Stewart, wife of Captain Stewart, 
assistant district Coast Guard officer, 
Third Naval District, will do the honors 
for the cutter Snohomish. Mrs. Ray- 
mond L. Jack, wife of Captain Jack 
also of the Office of the district Coast 
Guard officer, Third Naval District, 
will sponsor the cutter Ojibway. 

The cutters Blackthorn and Blackhaw 
are tenders of the Jris class, having a 
length over-all of 180 feet, a molded 
beam of 37 feet, a draft of 12 feet and 
a displacement of approximately 935 
tons. The vessels have steel hulls and 
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are powered with Diesel electric equip- 
ment. 

The cutters Sauk, Snohomish, and 
Ojibway, are the last of seven of the 
same type to be launched by Ira S. 
Bushey & Son, of Brooklyn, N. Y. 
These are harbor class cutters especi- 
ally designed for ice-breaking in addi- 
tion to other duties. They have a 
length over all of 110 feet, a beam of 
26 feet 5 inches, a maximum draft of 
10 feet 6 inches, a displacement of 328 
tons, and are powered with Diesel 
electric equipment generating 1,000 
horsepower. They are similar in de- 
sign to the cutters Manitou and Kaw 
which were launched last autumn and 
were the first vessels to be built at the 
Coast Guard Yard, Curtis Bay, Md., 
on the new shipways there. 


COAST GUARDSMEN BEING 
TRAINED TO OPERATE 
LANDING BARGES 


Latest of the training courses avail- 
able to Coast Guardsmen is that cover- 
ing the operation and maintenance of 
naval amphibious engines such as those 
used in landing barges. Coast Guard 
personnel selected for this special train- 
ing are assigned to the Diesel-engine 
school of the General Motors Institute 
located in Flint, Mich. 

Training consists of an intensive 5- 
week course from which trainees grad- 
uate as engine-room men, qualified for 
service aboard landing barges of all 
types. Keeping the power plants of the 
barges functioning regardless of rough 
seas or enemy opposition is the task 
to which they will be assigned. 

About 90 percent of the time required 
by the course is devoted to mechanical 
work in the laboratory, where the men 
are taught to assemble, disassemble, and 
repair the many and varied types of 
Diesel engines upon which successful 
modern warfare depends. These include 
both main and auxiliary Diesel power 
plants, varying from 225 to 900 horse- 
power. The remainder of the time is 
spent in classroom lectures. 

Among the tests which the Coast 
Guardsmen are required to pass is the 
shipboard tune-up test, in which the 
student is called upon to make numerous 
types of repairs to a Diesel engine in a 
cramped space simulating shipboard 
conditions. 

At the present time the school at 
Flint is the only place at which Coast 
Guardsmen are being trained in the me- 
chanical maintenance of landing barges. 
Men taking this course are selected only 
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from those who have already attended 
other Coast Guard engine schools or 
from those who have had previous ex- 
perience on Diesel engines. 


MERCHANT MARINE INSPEC- 
TORS GIVEN NEW TITLES 


Changes in the titles of merchant ma- 
rine inspectors, recently announced by 
Coast Guard Headquarters, tend to clar- 
ify the relution of these inspection offi- 
cers to the Coast Guard district organi- 
zations, and will therefore facilitate 
contacts between shipping interests and 
the service. 

Since the transfer of the personnel 
and the functions of the former Bureau 
of Marine Inspection and Navigation 
from’ the Department of Commerce to 
the Coast Guard, field inspection and en- 
forcement activities in the field have 
been placed under the direction of the 
district Coast Guard officers, until re- 
cently known as district commanders. 
Merchant marine inspectors now serve 
as staff officers under the district Coast 
Guard officers, with the following 
changes in titles: 


From supervising merchant marine 
inspector to marine inspection officer. 

From merchant marine inspector in 
charge to officer in charge, marine in- 
spection. 

From merchant marine inspectors 
to marine inspectors. 

Personnel designated to perform 
the duties of shipping commissioner 
will use the title shipping commis- 
sioner in connection with this work. 


NAUTICAL RULES OF THE 
ROAD IN COMPARATIVE 
FORM BEING ISSUED 


Nautical Rules of the Road, a new 
publication of the Coast Guard, bring- 
ing together in comparative form the 
international rules, the inland rules, 
the pilot rules for the Great Lakes, and 
the pilot rules for western rivers, will 
be ready for distribution shortly. The 
new publication will contain 30 illus- 
trations, a large part of them in color. 

The first section of the publication 
embraces the nautical rules of the 
road. The rules covering a given topic 
or situation for the four different bod- 
ies of water mentioned above, are 
brought together, in order that the es- 
sentials and the differences will be 
immediately apparent. In many cases 
the situation covered by the text is 
clarified by an illustration on a facing 





page. This same method of presenta- 
tion is followed throughout the publi- 
cation. 

The second section deals with the 
navigation lights carried by vessels of 
various types. Again the purpose is 
to make readily apparent the differences 
in the requirements of one set of rules 
over the rules for other bodies of 
water. Line drawings in color show all 
the principal types of vessels and 
their lights, special emphasis being 
placed upon fishing vessels, dredges, 
disabled vessels, and other types which 
must usually be given a wide berth. 

The third section is devoted to fog 
signals, in which there are certain im- 
portant differences for the various 
bodies of water. Illustrations show the 
principal types of vessels and the condi- 
tions under which they sound various 
signals. Where the frequency of sig- 
nals and the instrument on which 
sounded are the essence of the rules, 
these are clearly indicated. 

In order that the lights carried by 
motorboats and small motor vessels 
may be clearly understood by all mari- 
ners, these lights have been made the 
subject of a special chapter. Day- 
marks displayed by such craft as 
dredges, fishing vessels, disabled ves- 
sels, and vessels engaged upon sub- 
marine construction, are also covered 
and illustrated. 

The new publication will be found of 
particular value to the many mariners 
whose voyages will take them frequently 
through waters covered by two, three, 
or even four sets of rules, for a lack 
of knowledge of the precise signals 
required by law and regulation has 
many times been the cause of accident. 

The publication, Nautical Rules of 
the Road, will be available to mariners 
without charge upon application to the 
Commandant, Coast Guard Headquar- 
ters, Washington, D. C., or to any 
District Coast Guard officer. 


NEW PACKAGING OF ABANDON 
SHIP RATIONS APPROVED 
BY COMMANDANT 


A new manner of packaging of food 
and water in hermetically sealed cans, 
for use in lifeboats, has just been ap- 
proved by the Commandant of the Coast 
Guard in connection with the emergency 
regulations for small vessels. Advan- 
tages are: Easy stowage under seats 
and in wing-tanks of lifeboats, with a 
consequent saving of foot room in the 
boat; and greater ease in properly ap- 
portioning the food and water supplied 
to a lifeboat of given capacity. 
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The hermetically sealed water con- 
tainers hold 134 quarts, and six of these 
constitute the minimum requirement of 
10 quarts of water per person. In use, 
the moderate size of the water con- 
tainers minimizes contamination or loss 
from spilling. 

The food containers hold 7 ounces 
each of chocolate, pemmican, malted 
milk tablets, and type C ration biscuits. 
As two such containers are required for 
each person, the provisioning of a boat 
becomes a simple matter. 

The new method has been approved 
under the authority vested in the Com- 
mandant of the Coast Guard to approve 
measures for safety of life at sea aboard 
merchant vessels. 


NATIONAL VOLUNTEER PORT 
SECURITY FORCE PROGRAM 
MAKES GOOD PROGRESS 


Volunteer Port Security Forces in 
Oakland, Calif., and Tampa, Fla., have 
shown marked progress within the past 
few weeks. The Force having its head- 
quarters in Oakland, being known as 
the East Bay Volunteer Port Security 
Force, and including in -its territory 
other communities on the eastern side 
of San Francisco Bay, has now secured 
a large portion of its initial 1,000 men. 
William F. Reichel, of Oakland, has been 
appointed as a lieutenant commander 
and temporary member of the Coast 
Guard Reserve, and will be the com- 
manding officer of the East Bay Force. 

At Tampa, Fila., approximately 600 
men have completed their preliminary 
training, and have now manned regular 
posts of duty. 

The volunteer port security plan has 
been adopted as a means for relieving 
regular Coast Guard personnel from 
port security work by utilizing tempo- 
rary Reservists. It is predicated upon 
an arrangement whereby Headquarters 
representatives collaborate with leading 
citizens of a particular community in 
securing the participation of the neces- 
sary number of men and women and in 
setting up the facilities for preparing 
such individuals to assume Coast Guard 
duties. The plan is concerned with the 
routine patrol and sentry activities on 
shore involved in the protection of ships 
and harbor facilities and does not ex- 
tend to technical port security activities 
which require full-time personnel. It is 
designed, however, to provide the neces- 
Sary personnel not only for actual port 
security patrol but also for the related 
administrative activities ; in connection 
with the latter, the plan provides for 
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the enrollment and utilization of women 
temporary members of the Reserve. 


BRITISH ANTIGAS PRE- 
CAUTIONS FOR MERCHANT 
SHIPS AGAIN REPRINTED 


A new reprint of the pamphlet Anti- 
Gas Precautions for Merchant Shipping, 
a publication of His Majesty’s Station- 
ery Office, London, has just been issued 
by the United States Coast Guard. This 
publication, the text of which is based 
upon current British practice in deal- 
ing with the effects of gas upon shipping 
and cargoes, effectively supplements 
United States regulations governing 
merchant vessels in times of air raid and 
gas attack. 

The new edition, the first to be issued 
by the Coast Guard, will make copies 
available to all merchant vessels, upon 
application to the Commandant, United 
States Coast Guard, Washington, D. C. 
The document is reprinted with the per- 
mission of His Majesty’s Stationery 
Office. 


MERCHANT MARINE SPECIMEN 
EXAMINATIONS NOW AVAIL- 
ABLE ON REQUEST 


Specimen examinations, to enable of- 
ficers and men of the merchant marine 
to pursue appropriate studies for ex- 
aminations for both deck and engineer 
licenses, have just been issued by the 
United States Coast Guard. These pub- 
lications are entitled, “Specimen Ex- 
aminations for Merchant Marine Deck 
Officers,” and “Specimen Examinations 
for Merchant Marine Engineer Li- 
censes.” 

The specimen examinations are in- 
tended for the dual purpose of ac- 
quainting the prospective licensed officer 
with the type of examination he will 
encounter and to aid the present li- 
censed officer in raising the grade of 
his license so that he may increase his 
opportunities for advancement in his 
profession. By using the specimen ex- 
aminations as a_e guide, a_ well 
rounded course of study can be planned 
in preparing for the actual examina- 
tion. However, it should not be in- 
ferred that the student should confine 
himself to the topics shown in the 
specimen examination. 

The specimen examinations serve two 
purposes. They acquaint prospective 
merchant marine personnel with the 
requirements for the various grades of 
licenses. They also furnish the officer 





who already has a license with the 
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general requirements of examinations 
for higher grades. At the present time, 
when there are many opportunities for 
advancement, both groups are encour- 
aged thereby to undertake the neces- 
sary study with promptness. 

The questions appearing in the speci- 
men examinations are not to be re- 
garded as the exact questions which 
will appear in an examination, but as 
typical of such examinations and in- 
dicating the scope of the study which 
would be undertaken. In addition to 
ability to answer the questions consti- 
tuting the written examination, candi- 
dates for deck licenses should be 
prepared to demonstrate the use and 
adjustment of a sextant, the plotting 
of courses and bearings on charts, and 
the application of the rules of the 
nautical road by means of small models. 

The new pamphlets may be obtained 
without cost by writing to the Com- 
mandant, United States Coast Guard, 
1300 E Street NW., Washington, D. C. 


SEVEN SPECIALIST RATINGS 
NOW AVAILABLE IN 
COAST GUARD 


Two new specialist ratings have re- 
cently been established by the United 
States Coast Guard raising to seven the 
total number of such ratings now in 
use in the service. The new ratings are 
publie relations, designated by the ini- 
tials PR on the rating badge, and port 
security, designated by the initials PS. 
The other ratings are classification in- 
terviewer (C), chemical warfare (CW), 
animal handlers (D), mail (M), and 
transportation (TR). All specialists 
wear the customary rating badge with 
the appropriate initials outlined with a 
diamond as the distinguishing mark of 
the specialty. 

The rating of specialist is established 
in the Coast Guard Reserve during time 
of war or national emergency in order 
to secure personnel possessing qualifica- 
tions temporarily required by the serv- 
ice but for which there are no provisions 
in the regularly established ratings. 
Members of the Regular Coast Guard 
Establishment are ineligible for special- 
ist’s ratings, nor can any male members 
of the Coast Guard Reserve hold such 
ratings if they are qualified for any of 
the regular ratings. 


COAST GUARD TAKES OVER 
ISSUANCE OF BONDS FOR 
MILITARY PERSONNEL 


Coast Guard Headquarters, following 
the example of the Navy Department, is 
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now taking over the issuing of War 
bonds for its military personnel, a fune- 
tion up to this time performed by the 


Treasury Department. This change in 
procedure, while involving much addi- 
tional work, is expected to result in more 
prompt delivery of War bonds and to 
stimulate sales to Service personnel. 
At the present time, while equipment 
is being purchased and installed, and 
personnel assembled and trained, the is- 
suing of bonds is being somewhat de- 
layed. This condition, however, is being 
rapidly changed, and the work is ex- 
pected to be current within a few weeks. 


INTRACOASTAL WATERWAY 
LIGHT LIST FOR 1943 
NOW AVAILABLE 


The 1943 edition of the Light List for 
the Intracoastal Waterway has just been 
issued and is now available for distribu- 
tion. While the arrangement is identi- 
cal with other recent years, many new 
aids appear in the list for the first time, 
being the result of the increased traffic 
now using various parts of the Intra- 
coastal Waterway. These new aids are . 
to be found chiefly in sections of the light 
list covering the Gulf Coast. 


IMPROPER VEHICLE STOWAGE 
RESPONSIBLE FOR FERRY 
FATALITIES 


Two fatal accidents in recent months, 
caused by the placing of motor vehicles 
aboard ferries in such a manner that 
the vehicles were caught and pulled 
overboard by the loading gangways as 
the vessels left their docks, makes it 
necessary for the Coast Guard to warn 
against such practices. 

While the exact methods of loading 
motor vehicles aboard ferry boats are 
not specifically prescribed by law or 
regulation, it is the duty and responsi- 
bility of the master to see that every- 
thing is done that is necessary for the 
safety of the vessel, its passengers, and 
cargo. While the conditions surround- 
ing the operation of the larger automo- 
bile-carrying ferries make it necessary 
for the master to delegate the work of 
stowing automobiles as they come 
aboard to the mate and other members 
of the crew, the responsibility for the 
practices followed, for the number of 
cars loaded, and for their safety rests 
fully upon him. 

In the recent cases where there have 
been fatal accidents, the cause was pri- 
marily that of loading one or more cars 
beyond the safe capacity of the vessel. 
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In these cases, the vehicles involved 
were loaded on the after decks of the 
ferries in such a way that there was in- 
sufficient clearance between them and 
the loading bridge leading from the 
wharf to the ferry to insure their safety 
under all conditions. Specifically, vehi- 
cles were dragged off the after decks 
of ferries and fell overboard as the re- 
sult of catching on parts of the bridge 
structure as the ferry pulled away from 
the dock. 

While the stowage of cars on the ex- 
treme ends of the after decks of ferries 
has become a common practice, and ac- 
cidents are infrequent, cars so stowed 
are liable to become entangled in land- 
ing bridges if the vessels surge or swing 
in an unusual way when the engines 
are set in motion or if the landing bridge 
is raised in such a manner as to cause 
it to catch on parts of the car. 

Safety gates, chains, and lines are pro- 
vided on all ferries, and should be in 
place before the “all-clear” order is given 
to the pilothouse. The practice, some- 
times followed, of closing gates and put- 
ting safety chains in place after the 
order to go ahead has been given and 
as the ferry is actually in motion offers 
no security whatever against vehicles 
being dragged overboard by hanging on 
objects connected with the shore. 

Where the construction of ferries 
makes it impossible to close safety gates 
until the vessel has moved ahead suffi- 
cient to be clear of the landing bridge, 
safety chains or lines should be placed 
around the outboard vehicles and made 
fast before the order to proceed is given 
the pilothouse. In stowing vehicles on 
ferries, none should be placed so close 
to either the bow or stern as to come 
within either the horizontal or vertical 
radius of the landing bridge. It is not 
sufficient that the vehicles’ wheels clear 
the landing bridge, but that fenders, 
bumpers, and all overhanging parts be 
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sufficiently clear so that no possible 
movement of the vessel in relation to 
the landing bridge can cause fouling. 


SPARS PROGRESS TOWARD 
5,000 GOAL BY DECEMBER 


With a goal of 5,000 SPARS com- 
pletely trained and assigned to duty 
by the end of the present year, the 
Coast Guard now has 1,625 women of- 
ficers and enlisted personnel assigned 
to duty, with an additional 96 officers 
and 1,556 enlisted personnel in train- 
ing. 


LT. COMDR. EDMONDS DIES 


Lt. Comdr. Samuel Preston Edmonds, 
retired, of the United States Coast 
Guard, died at his home in Biloxi, 
Miss., on June 20, at the age of 76. 

While in the service and also while in 
commercial life, Lieutenant Com- 
mander Edmonds developed many prac- 
tical articles of lifesaving equipment, 
some of which are still in use. Among 
these are lifesaving pillows, mattresses, 
and the Edmonds collar life-jacket. 

Lieutenant Commander Edmonds was 
born in Miami, Mo., August 12, 1867. 
He graduated from the United States 
Naval Academy at the age of 22, and 
later entered the United States Coast 
Guard. In 1910, he was retired be- 
eause of physical disability but re- 
turned to active duty in 1918, again 
retiring a year later. 

He served aboard the Coast Guard 
Cutter Windom during the Spanish- 
American War. 


CORRECTION OF DATE 


In the July issue of the Coast 
GuarpD BUuLLETIN, an article on the 


Cleveland Ledge Lighthouse stated that 
the station was begun in August 1941. 
This date should have been 1940. 








MERCHANT MARINE INSPECTION ACTIVITIES 


AMENDMENTS TO SUBCHAPTER O—REGULATIONS APPLICABLE TO 
CERTAIN VESSELS AND SHIPPING DURING EMERGENCY 


The following amendments to Subchapter O were published in the Federal 
Register of June 25, July 2 and 16, 1943: 


Part 158—Boats, Rarrs, AND LIFESAVING APPLIANCES; REGULATIONS DURING 
EMERGENCY 


Part 153 is amended by the addition of a new § 153.2a, immediately following 
§ 153.2, reading as follows: 

§ 153.2a Davits; lifeboats, construction of—The following provisions are, 
during the emergency, applicable as alternative details of construction for lifeboat 
davits to those provided in §§ 37.14, 59.3, 60.21, 76.15, 94.14, and 113.23: 

(a) Steel, structural.—Where structural steel is used for the fabrication of 
davit frames or davit arms the material shall be made by either or both of the 
following processes: open-hearth or electric furnace. It shall conform to the 
following requirements as to tensile properties: 


(In substantial agreement with A. 8. T. M. Designation A 7-42) 





Tensile strength, psi___.___---_ Sinai . 60,000 to 72,000 
TS URRE Tg Cities cenit nin ction cnnnncnnsceqcontiangian=s 0.5 tens. str. 
SOU Ce St I ON II ectnttntrccdcseniceisi nen eae detntieninehinetintcininernes 23,000 
Elongation in 8 in., min recent 1,500,000 
8 is c-Si I age ea a a sa a oh a tens. str. 
Elongation in 2 in., min., percent ° 22 





Section 153.6 (p) (2) is amended by the addition of the following sentence: 

§ 153.6 Additional equipment for lifeboats on self-propelled ocean and coastwise 
vessels, * * * 

(p) Water containers. * * * 

(2) New lifeboats. * * * 

Alternate methods of water stowage and distribution may be submitted for 
consideration by the Commandant. 

Section 153.7 Additional equipment for life rafts approved prior to March 15, 
1943, for ocean and coastwise vessels is amended by deleting paragraph (a) 
Bridles. 

Section 153.9 is amended by the addition of a new paragraph (c) reading as 
follows: 

§ 153.9 Construction of ring life buoys. * * * 

(c) Balsa Wood.—The balsa wood shall be of the genus Ochroma, kiln-dried 
to a moisture content not exceeding 12 percent and shall weigh not more than 
12 pounds per cubic foot. It shall be sound and free from rot, dote, large or 
unsound knots, worm holes, and other injurious defects. 

Section 153.10 is amended by the addition of a new paragraph (d) reading as 
follows: 

§ 153.10 Construction of life preservers. * * * 

(d) Thread.—The thread shall be of a size and strength not less than Type 
IB, No. 20, 4-ply cotton thread, conforming to the requirements of Federal Specifi- 
eation V—T-276. 


Part 156—INSPECTION AND CERTIFICATION 


Section 156.3 (a) is amended to read as follows: 
§ 156.3 Hlectrical installations. * * * 
(a) The type of electrical equipment and the types of electric cables to be 
used in the various parts of all vessels constructed after 1 July 1943 may be 
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in accordance with A. I. E. E. Standard No. 45A, April 1, 1943—Modification of 
and Supplement to A. I. EB. E. Standard No. 45 (1940 Edition with Addenda of 
Feb. 16, 1942) ; Recommended Practice for Electrical Installations on Shipboard ; 
To Apply During National Emergency Only.” Repairs, alterations, or extensions 
to the electrical installations on existing vessels may be made in accordance with 
the provisions of this section for new construction. 


EQUIPMENT APPROVED BY THE COMMANDANT 


The following items of equipment for the better security of life at sea have been 
approved by the Commandant, United States Coast Guard, and published in 
the Federal Register of June 25, July 2, 7, and 16, 1943: 


Bilge Pumps. 


Blackmer Pump Co., Grand Rapids, Mich., Blackmer hand force pump (U. 8. 
C. G. No. 2), for use as a bilge pump in lifeboats not exceeding 70 cubic feet 
capacity (drawing No. MB 407—A, dated April 19, 1943). 

Goulds Pumps, Inc., Seneca Falls, N. Y., semirotary, hand-operated bilge pump 

(U. S. C. G. No. 3), for use in lifeboats exceeding 700 cubic feet capacity (assem- 
bly and parts list drawing No. 232-52, dated April 6, 1942). 


Buoyant Apparatus. 


General Equipment Corp., Long Island City, N. Y., 20-person solid balsa wood 
buoyant apparatus (drawing No. BA-20, dated June 1, 1943). 

R. L. Morey Co., Inc., New York, N. Y., 20-person plywood buoyant apparatus, 
model 4-6-4 (drawing dated May 18, 1943). 


Davits. 


Cc. C. Galbraith & Son, Inc., New York, N. Y., Steward mechanical davit, type 
4-A-6-1 (maximum working load of 5,288 pounds per arm) (general arrange- 
ment drawing No. A—102, dated April 1, 1940). 

The Landley Co., Inc., New York, N. Y., Steward mechanical davit, size 4-6-10 
(maximum working load of 5,200 pounds per arm) (general arrangement of draw- 
ing No. 170-D, dated April 24, 1943). 


Disengaging Apparatus. 


Frank Morrison & Son Co., Cleveland, Ohio, Morrison-Rottmer releasing gears, 
type A (maximum working load of 4,500 pounds per hook) (drawing No. 258Z), 
type B (maximum working load of 5,500 pounds per hook) (drawing No. 259Z), 
type C (maximum working load of 7,100 pounds per hook) (drawing No. 260Z). 


Fire Extinguishing Apparatus. 


Walter Kidde & Co., Inc., Bloomfield, N. J., air operated carbon dioxide fire 
extinguishing system (drawings Nos. 79874-H, 64842-B, 79908-B, 79745-B, 
79904—A, 79744—B, 79905-A, 64614—A, 92880—-D, 79746—E, 92769, 65330-A, 80097-C, 
28126-—A, 80040—A, 93123, 92609-B, 92797-B, 98115-C, 65218-D, 60515-S, 62819-R, 
91849-J, 63675-J, 26872—A, 79651-C, 79652-C, 64610—A, 90540-C, 63999-E, 77333-G, 
and 78389-H). 


Gas Mask. 


Mine Safety Appliances Co., Pittsburgh, Pa., M. 8S. A. ammonia mask with all- 
vision facepiece (drawing No. A 1128-1, dated November 20, 1989) (approved 
for use against ammonia vapors only). 


Lifeboats. 


Brown-Saltman Co., South Gate, Calif., 16’ x 5’ x 2’3’’ wooden lifeboat (108 
cubic feet) for vessels other than tank vessels (arrangement drawing dated 
November 11, 1942, and arrangement drawing dated November 11, 1942, with 
modifications (A) to (L), inclusive, and additions (A) to (C), inclusive; and 
lines and offsets drawing dated November 9, 1942, alterations May 7, 1943; and 
specifications No. 10, dated December 1, 1942). 

Gunderson Bros. Engineering Corp., Portland, Oreg., 24’ x 8’ x 8’9’’ oar- 
propelled plywood lifeboat (452 cubic feet) (drawings Nos. 5LA-100-X, dated 
April 20, 1943; 5LA-101—X, dated April 24, 1943; 5LA-102—X,.dated April 26, 
1943) ; 24’ x 8’ x 3’9’’ motor-propelled plywood lifeboat (452.5 cubic feet, gross) 
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(drawings Nos. 5LA-100—X, dated April 20, 1943; 5LA-102-X, dated April 26, 
1943 ; and 5LA-104-X, dated April 24, 1943). 

Tropical Marine Ways, Inc., Riviera, Fla., 16'2’’ x 6’2’’ x 2’8’’ oar-propelled 
wooden lifeboat (158 cubic feet) (drawing dated January 1, 1943). 
Life Floats. 


American Life Float Co., Portland, Oreg., 15-person rectangular solid balsa 
wood life float (drawing No. B-103, dated May 10, 1943) ; 20-person rectangular 
solid balsa wood life float (drawing No. B-104, dated May 10, 1943). 

Life Preserver. 

Colvin-Slocum Boats, Inc., New York, N. Y., CS-3 adult kapok life preserver 
(Navy standard type with body strap), Approval No. B-189 (drawing Nos. 
CS-—403, dated June 1, 1943, alteration G, CS—404, dated June 1, 1948, alteration 
G, and Bureau of Ships Ad Interim Specification 23P12 (INT) dated December 
1, 1942). 

Life Preserver Cleaning Process. 

Sinclair & Valentine Co., New York, N. Y., cleaning process No. 111 for 
cleaning approved kapok life preservers. 
Lifesaving Net. 


Ballou Service & Instrument Co., New York, N. Y., lifesaving net, model A 
(drawing No. B-115, dated June 24, 1943). 


Heating Boiler. 


Vapor Car Heating Co., Inc., Chicago, Ill., Vapor-Clarkson steam coil gen- 
erator (maximum working pressure of 300 pounds per square inch) (steam 
boiler arrangement and specifications drawing No. 60057A, dated May 24, 1943). 


Luminous Cloth or.Tape for Marking Interior Accommodations, ete. 

Prescott Paint Co., New York, N. Y., luminous tape, Press-Glo blue green. 
Signal Pistol. 

Harrington & Richardson Arms Co., Worcester, Mass., Mark IV parachute 
flare signal pistol (assembly drawing No. D-3873, dated April 14, 1943). 
Skates and Skid Fenders for Lifeboats. 

Globe Shipbuilding Co., Superior, Wis., lifeboat skates (drawing No. 
100-S82-1-2, dated March 12, 1943). 

Thread for Life Preservers. 


Great Lakes Thread Co., Detroit, Mich., 3/10 Dreadnaut Duo (natural), 4/10 
Dreadnaut Silowax (natural), 4/10 Dreadnaut Duo (natural); cotton threads 
for use in the construction of life preservers. 


Water Lights. 


C. C. Galbraith & Son., Inc., New York, N. Y., Safe-T-Glo type MG, electric 
automatic floating water light (drawing No. E-451-7, alteration 1, dated April 
5, 1943); electric Safe-T-Glo type AC, electric automatic floating water light 
(drawing No. E-551-1, alteration O, dated April 7, 1943). 


EQUIPMENT APPROVAL WITHDRAWN 
The approval has been withdrawn from the following items of equipment by 
the Commandant, United States Coast Guard, and published in the Federal 
Register of July 16, 1943: 


Lifesaving Suits. 


Goodall Rubber Co., Inc., Philadelphia, Pa., Goodall Style CF “Overboard” 
suit. (1942) (Original approval, 17 July, 1942, 7 F R. 5495, Coast Guard Bulletin 
August 1942, p. 20.) 

B. F. Goodrich Co., Akron, Ohio, B. F. Goodrich Co. lifesaving suit, Model 1 
(1942) (Original approval, 14 August, 1942, 7 F.R. 6394, Coast Guard Bulletin 
September 1942, p. 35.) 
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B. F. Goodrich Co., Akron, Ohio, B. F. Ey Co. lifesaving suit, Model 2 
(1942) (Original approval, 26 September, 1942, 7 F.R. 7616, Coast Guard Bulletin 
November 1942, p. 51.) 
R. L. Morey Co., Inc., New York, N. Y., Boston fire-resistant overboard cover-all 
lifesaving suit, Model CM (1942) (Original approval 14 August, 1942, 7 F.R. 
6394, Coast Guard Bulletin September 1942, p. 35.) 
Seamless Rubber Co., New Haven, Conn., Model M—M-1 lifesaving suit (1942) 
(Original approval 14 August, 1942, 7 F.R. 6394, Coast Guard Bulletin September 
1942, p. 35.) 
Universal Life-Suit Co., Los Angeles, Calif., Universal lifesaving suit (1942) 
— approval 17 J uly, 1942, 7 F.R. 5495, Coast Guard Bulletin August 1942, 
20. 
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» aloeund Life-Suit Co., Los Angeles, Calif., Universal lifesaving suit, Model 
LSS-2 (1942) (Original approval 8 October, 1942, 7 F.R. 7980, Coast Guard Bul- 
letin November 1942, p. 57.) 

Vaco, Inc., New York, N. Y., Vaco lifesaving suit (gloveless type) (Original 
approval 17 July, 1942, 7 F.R. 5495, Coast Guard Bulletin in August 1942, p. 20.) 

The Watertight Slide Fastener Corp., New York, N. Y., Morner lifesaving 
suit (1942) (Original approval 17 July, 1942, 7 F.R. 5495, Coast Guard Bulletin 
August 1942, p. 20. 

Notwithstanding the withdrawal of approvals, any of the foregoing suits now 
on board merchant vessels may be continued in service, provided such suits are 
in good and serviceable condition. 


ITEMS EXAMINED BY THE MERCHANT MARINE INSPECTION DIVISION 
AND FOUND SUITABLE FOR MARINE USE 


ELecTricAL APPLIANCES 





The Arrow-Hart & Hegeman Electric Co., Philadelphia, Pa., manual starters, 
waterproof, catalogue Nos. 39161—-W, 39162—W, 39163-—W, 39164-W (satisfactory 
for use on merchant vessels during period of unlimited national emergency only). 

The Dayton Manufacturing Co., Dayton, Ohio, ceiling fixture, nonwatertight, 
2-60 watts, for use in passenger and crew quarters and public spaces, drawing 
No. 1524-B, alteration 0. 

Edwards & Co., Inc., Norwalk, Conn., push button unit, nonwatertight, 250 
, volts, for use in passenger and crew quarters and public spaces, catalogue No. 

1717-ST; low voltage call bell push button, nonwatertight, 48 volts, Plan 6456-L, 
alteration 1. 
C. C. Galbraith & Son, Inc., New York, N. Y., electric space heater, type 3 FT, 
1,000 watts, 230 volts, bulkhead mounting type (drawing No. G—238-3, alteration 
0); electric space heater, type 4 F, 1,500 watts, 2-heat, 115-230 volts, bulkhead 
mounting type (drawing No. G—232~44, alteration 0); electric space heater, type 
5 FT, 2,000 watfs, 2-heat, 230 volts, bulkhead mounting type (drawing No. 
G-238-5, alteration 0). 
Reukauf Engineering Co., New York, N. Y., salinity indicator panel, single unit, 
model No. Y3 (drawing No. MD-203, abtesntion 0). 

Charles Wagner Manufacturing Co., Inc., Brooklyn, N. Y., lock switch, hand 
operated, watertight, 10 amperes, 125 volts, catalogue No. W-2800 (satisfactory 
for use on merchant vessels during period of unlimited national emergency only). 


AFFIDAVITS 


The V. D. Anderson Co., Cleveland, Ohio, pipe line strainers. 

Associated Piping & Engineering Co., Los Angeles, Calif., fabricated fittings. 

Grand Iron Works, New York, N. Y., steel plate flanges. 

Hills-McCanna Co., Chicago, Il., Saunders type A rubber diaphragm valves for 
salt water, fresh water, and compressed air services for working pressures not 
exceeding 150 pounds per square inch and for temperatures not exceeding 180 
degrees F., and for oil services for working pressures not exceeding 150 pounds 
per square inch and temperatures not exceeding 150 degrees F., provided the 
diaphragms for oil services are made of oil-resistant, synthetic compound. These 
valves are not permitted to be used for sea chests or other connections to the 
ship’s sides. For working pressures over 125 pounds per square inch valves must 
be of material other than cast iron or Grade B malleable iron. (This listing 
supersedes the listing given in the June 1941 Bulletin of the former Bureau of 
Marine Inspection and Navigation.) 
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Industrial Iron & Steel Products Co., Brooklyn, N. Y., fabricated return bends. 

Kingsport Foundry & Manufacturing Corp., Kingsport, Tenn., iron and bronze 
castings. 

Manning, Mazwell & Moore, Inc., Boston, Mass., fabricated valve manifolds. 

The Locomotive Finished Material Co., Atchison, Kans., valves. 

Maslo Marine Manufacturing Corp., Reading, Pa., valves and manifolds. 

Middleton & Meads Co., Inc., Baltimore, Md., valves. 

Milis Iron Works, Inc., Los Angeles, Calif., welding reducers and swage nipples. 

Modern Machine Shop, San Francisco, Calif., valves. 

Monarch Forge & Machine Works, Portland, Oreg., valves, fittings, and 
manifolds. 

The National Radiator Co., Johnstown, Pa., Macomb type strainers. 

Oregon Steel Foundry Co., Portland, Oreg., steel castings. 

Pacific Electric Manufacturing Corp., San Francisco, Calif., fabricated mani- 
folds, valves, and fittings. 

Todds Seattle Dry Docks, Inc., Seattle, Wash., fabricated steel fittings. 


WELDING ELECTRODE 


Metal & Thermit Corp., New York, N. Y., type M carbon molybdenum welding 
electrode for down-hand welding (for use in welding on marine boilers, pressure 
vessels, and piping). 


ACCEPTABLE F'USIBLE PLUGS 


Glasgow Iron Works & Supply Co., New York, N. Y., heat No. 464. 
H. B. Sherman Manufacturing Co., Battle Creek, Mich., heat Nos. 402 to 405, 
inclusive. 


AMENDMENTS TO THE INSPECTION AND NAVIGATION REGULATIONS 


There was published in the Federal Register during the period from June 17 
to July 17, 1943, the following enumerated material which concerned the activities 
of the Coast Guard. Reprints are not available for distribution to the public, but 
copies of the Federal Register are obtainable from the Superintendent of 
Documents, Government Printing Office, Washington, D. C. 





Publication date Subject | Title and parts amended 





General license for commercial vessels; regulations for se- | Title 33, pt. 6. 
curity of ports and control of vessels in nav igable waters. 
-| Amendment to lifesaving regulations Title 46, pt. 153. 
RS ERTS OS None. 
Amendments to vessel inspection regulations regarding Title 46, pts. 62, 79, 97, 
rm bells, ring life buoys, and electrical installations. -l6, 153, 156 
Approval of equipment - enccesss) OR 
Waiver of navigation and vessel inspection laws_- Title 46, ch, IT. 
Amendments to tank vessel regulations — 46, pt. 35. 
Approval of equipment Non 
Amendments to marine engineering ‘regulations and life- Title 46, pts. 51, 153. 
saving regulations. 
Approval of equipment None. 
Withdrawal of approval of equipment None. 











U. S. GOVERNMENT PRINTING OFFICE: i943 





